306     NONDOCKETEO ITEMS
8503130234 Package of two comments on proposed rev to Reg Guide 1.49, "Nuclear Power Plant Simulation Facilities for Use in Operator License Exams." Reg guide should endorse ANSI/ANS-3.5-1981.
HIESTAND.B.D., HILLJ.R. Affiliation Not Assigned. 85/03/11. Docketing & Services Branch. 4pp. 29331:140-29331:143.
8503130323 Comments on draft reg guide.Task FC 407-4, "Guide for Preparation of Applications for Licenses for Use of Sealed Sources in Portable Gauging Devices." Supports reg guide.
HSU.M.T. Maine, State of. 85/03/06. BASSIN.N. Docketing & Services Branch. 1p. 29330:270-29330:270.
8503130342 Comments on proposed rules 10CFR50 & 73 re insider rulemaking package & draft Reg Guide SG 301-4 re access authorization plans. DIXON.O.W.   South   Carolina   Electric   &   Gas   Co.   49FR30735   021.   85/03/07. CHILK.SJ. Office of the Secretary of the Commission. 21 pp. 29335:343-29335:363.
8503130395 Comments on proposed rules 10CFR50 & 73 re access authorization program & draft reg guide.Task SG 301-4. Supports proposed rules.Opposes reg guide.Reg guide overly prescriptive & provides conflicting guidance. CURTIS.N.W. Pennsylvania Power & Light Co. 49FR30726 120. 85/03/07. CHILK.SJ. Office of the Secretary of the Commission. 49pp. 29330:212-29330:260.
8503130417 Comments on proposed rules 10CFR50 & 73 re access authorization program & miscellaneous amends concerning physical protection of nuclear power plants I draft Reg Guides SG 301-4 & SG 302-4.
WILLIAMS.J.W. Florida Power & Light Co. 49FR30726 123. 85/03/08. CHILK.SJ. Office of the Secretary of the Commission. 28pp. 29335:073-29335:100.
8503130440 Comments on proposed rules 10CFR50 & 73 & draft reg guide, Task SG 302-4 re access authorization program.searches on individuals at power reactor facilities & miscellaneous amends re physical protection of nuclear power plants. ANDREWS.R.L Omaha Public Power District. 49FR30735 025. 85/03/07. CHILD.SJ. Office of the Secretary of the Commission. 1p. 29331:090-29331:090.
8503130457 Comments on third proposed Rev 2 to Reg Guide 1.8 re qualification & training of personnel for nuclear power plants.KMC-sponsored QRO Util Group 850225 comments endorsed.
ANDREWS.R.L. Omaha Public Power District. LIC-85-098. 85/03/11. CHILK.S.L Office of the Secretary of the Commission. 1p. 29329:080-29329:080.
8503140170 Forwards "Conformance to Reg Guide 1.97,Millstone Nuclear Power Station Unit 1." Util 830415,840229 & 0409 submittals acceptable except items w/inad-equate justification for exception.Response requested within 90 days. ZWOLINSKI.J.A. Operating Reactors Branch 5. LSO5-85-03-008. 85/03/11. COUNSIL.W.G. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 2pp. 29356:293-29356:312.
8503140334 Informs that 840901 submittal does not meet 10CFR70.32 criteria & therefore unacceptable.Goal quantity in Rev 1 substantially exceeds that in Reg Guide 5.59,Section 2.1. Plan should return to status which existed before change. BROWN.W.B. Fuel Facility Safeguards Licensing Branch. 85/01/24. SANDERS.C.F. Westinghouse Electric Corp. 1p. 29374:359-29374:359.
8503140368 Comments on proposed rules 10CFR50 & 73 & draft reg guide, Task SG 301-4 re access authorization program.Single program recommended for multi-site li-
ALEXANDER.G. Commonwealth Edison Co. 49FR30726 113. 85/03/06. Docketing & Services Branch. 20pp. 29356:273-29356:292.
8503140382 Forwards INEL interim rept, "Conformance to Reg Guide 1.97, Turkey Point Plants,Units 3 & 4," identifying acceptable portions of 840126 reptResponse to open items requested within 45 days.
VARGA.S.A. Operating Reactors Branch 1. TAC 51264. 85/03/04. WILLIAMS.J.W. Florida Power & Light Co. 2pp. 29375:045-29375:062.
8503140454 Comments on proposed rules 10CFR50 & 73 & draft reg guides, Tasks SG 301-4 & SG 302-4 re access authorization program & miscellaneous amends concerning physical protection of nuclear power plants.
SILBERG.J.E. Shaw, Pittman, Potts & Trowbridge. 49FR30726 111. 85/03/07. Docketing & Services Branch. 32pp. 29352:301-29352:332.
8503150084 Informs of listed changes to-830301 antitrust submittal.per Reg Guide 9.3,in response to 850109 request.Rate schedules & rider standby svc charge encl. MITTLR.L. Public Service Electric & Gas Co. of New Jersey. 85/03/13. REGAN.W.H. Site Analysis Branch. 6pp. 29373:300-29373:305.
8503150152 Responds to NRC request for add) info per Generic Ltr 82-33, Suppl 1 to NUREG-0737 re requirements for emergency response capability.Response will not be completed util 850801 ,due to previous commitments. FAY.C.W. Wisconsin Electric Power Co. GL-82-33. 85/03/11. DENTON.H.R. Office  of Nuclear Reactor Regulation,  Director. 2pp.   29370:214-29370:215.
8503150187 Responds to request for direction on appropriate action to be taken on proposed draft  Rev  2 to Reg Guide  1.114  re guidance  to operators  &  senior operators.Questions issuance of guide prior to issuance of SRP rev. STELLO.V, Committee to Review Generic Requirements. 85/02/08. DENTON.H.R.  Office  of  Nuclear  Reactor  Regulation,   Director.   1p.   29393:027-29393:027.
8503150290 Comments on proposed rules 10CFR50 & 55 & Reg Guides 1.8 & 1.149 re qualification & training of personnel for nuclear power plants.Rules opposed due to excessive requirements & inconsistency w/NRC policy statement. MILLER.J.H. Nuclear Utility Management & Human Resources Committee (NUMARC). 49FR46428 061. 85/03/01. DIRCKS.W.J. Office of the Executive Director for Operations. 2pp. 29370:249-29370:250.
8503150432 Comments on proposed rules 10CFR50 & 55 re operator licenses & conforming amend & Reg Guide 1.134,-"Medical Evaluation of Nuclear Facility Personnel Requiring OLs." No reason to create new category for fuel handling. DALE,LF, Mississippi Power & Light Co. 49FR46428 062. 85/03/08. Docketing & Services Branch. 47pp. 29371:147-29371:193.
8503150438 Comments on proposed rules 10CFR50 & 55 re operator iicenses.Applications to NRC for plant-specific simulators should be simple commitment to comply w/Reg Guide 1.149. Simulator configuration mgt sys should be established.
WENDERLICH.R.L. Affiliation Not Assigned. 49FR46428 065. 85/03/08. Docketing & Services Branch. 4pp. 29373:072-29373:075.
8503130174 Comments on proposed rev to Reg Guide 1.8 re qualification & training of personnel for nuclear power plants.Restriction of technical support personnel to just engineers would eliminate valuable personnel from being licensed. MUSOLF.D. Northern States Power Co. 85/02/28. Office of the Secretary of the Commission. 10pp. 29386:091-29386:100.
8503180183 Comments on proposed rules 10CFR50 & 55 & proposed Rev 1 to Req Guide 1.149 & third proposed Rev 2 to Reg Guide 1.8.
ALEXANDER.G. Commonwealth Edison Co. 9876N. 85/03/13. Docketing & Services Branch. 9pp. 29386:165-29386:173.
8503180223 Comments on draft reg guide.Task SG 302-4, "Vital Islands, Protection of Physical Security Equipment & Key & Lock Controls." Draft opposed because undue & unfounded amount of extra protection would be imposed83:273.SENBURG M R Houston Lighting & Power Co. ST-HL-AE-1204. 85/03/07. Docketing & Services Branch. 2pp. 29383:206-29383:207.
8503180227 Comments on draft reg guide.Task FC 404-4, "Guide for Preparation of Applications for Licenses for Use of Sealed Sources in Nonportable Gauging Devices." Chart for survey instrument calibr errors unnecessary.
BRANDT.R.J. Bethlehem Steel Corp. CHMN.AL22.A123. 85/03/11. Docketing & Services Branch. 3pp. 29383:229-29383:231.
8503180232 Comments on proposed rules 10CFR50 & 55 & proposed Reg Guides 1.8,1.134 & 1.149 re operator licenses & conforming amends.New category of licenses for special senior operators unnecessary.
WITHERS.B.D. Portland General Electric Co. 49FR46428 069. 85/03/06. Docketing & Services Branch. 5pp. 29383:264-29383:268.
8503180241 Comments on proposed rules 10CFR50 & 73 & draft Reg Guide SG 301-4 re security regulations.Comprehensive personnel reliability program.including background investigation, psychological evaluation & observation program,supported ZIMMERMAN,S.R. Carolina Power & Light Co. 49FR30735 033, 85/03/11  CHILK S Office of the Secretary of the Commission. 14pp. 29383:208-29383:221.
8503180244 Comments on proposed rules 10CFR50 & 73 & draft Reg Guide SG 301-4 re security regulations.Continual behavioral observation program should be deleted from proposed 10CFR73.56 concerning access authorization program. COUNS!L,W.G. Connecticut Yankee Atomic Power Co. SEARS.C.F. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). COUNSILW.G. Northeast Utilities. 49FR30735 032. 85/03/07. CHILK.S. Office of the Secretary of the Commission. 5pp. 29383:269-29383:273.
8503180252 Comments on proposed rev to Reg Guide 1.149 re nuclear power plant simulation facilities for use in operator license exams.Any ref to Reg Guide 1.8 & ANS Std 3,1 should be deleted until Reg Guide 1.8 approved in proposed form. WENDERLICH.R.L Affiliation Not Assigned. 85/03/08. Docketing & Services Branch. 2pp. 29383:356-29383:357.
8503180368 Comments on draft reg guide.Task SG 302-4, "Vita! Islands, Protection of Physical   Security    Equipment   &   Key   &   Lock   Controls"   &   value   impact statement.Present security safeguards minimize safety impacts. STEWART.W.L Virginia Power (formerly Virginia Electric & Power Co.). 85-109. 85/ 03/07. Office of the Secretary of the Commission. 20pp. 29386:001-29386:020.
8503180385 Comments on proposed rev to Reg Guide 1.8, "Qualifications & Training of Personnel for Nuclear Power Plants." Reg guide should not endorse shift supervisor training requirements as listed in ANSI/ANS-3.1-1981.
HILL.J.R. Affiliation Not Assigned. 85/03/11. Docketing & Services Branch. 2pp 29384:168-29384:170.
8503180390  Comments on draft reg guide.Task FC 403-4, "Draft Reg Guide & Valve/ Impact Statement." Item 7 opposed since presence of fully trained supervisor in irra-diator facility whenever irradiator in operation considered unnecessary. ANDERSON.LF.  Utah,   State of.   85/03/11.  Docketing  &  Services Branch.   1p. 29385:300-29385:300.
8503180391  Forwards Rev 5 to Reg Guide 1.97.Table reflecting present schedule for implementation & status modified.Changes in implementation schedule anticipated as integration effort continues for all projects under Suppl 1 to NUREG-0737. PILANT.J.M. Nebraska Public Power District. NLS8500049. 85/03/06. THOMPSON.H.L Division of Licensing. 72pp. 29385:112-29385:183.
8503180394 Comments on proposed rules 10CFR50 & 55 re operator certification & Reg Guide 1.134, "Medical Evaluation of Nuclear Facility Personnel Requiring OLs." Rules & reg guide opposed due to undue financial hardship on facility. KAY.M.A. Reed College. Portland, OR. 49FR46428 070. 85/03/11. Docketing & Serv-ices Branch. 1p. 29384:183-29384:183.
8503180419 Forwards Rev 10 to QA program for design & const phase.Rev allows compliance w/ANSI N45.2.6-1978 & Rev 1 to Reg Guide 1.58. GOLDBERG,J.H.   Houston   Lighting   &   Power   Co.   ST-HL-AE-1201.   85/03/04. MARTIN,R.D. Region 4, Office of Director. 4pp. 29385:275-29385:295.
8503180489 Summary of 850213 meeting w/DOE re proposed annotated outline for preparation of site characterization plans. Agreement reached that encl modified annotated outline acceptable interpretation of Reg Guide 4.17. MILLER NRC - No Detailed Affiliation Given. STEIN.R. Energy, Dept of. 85/02/13. NRC - No Detailed Affiliation Given. 30pp. 29402:186-29402:215.
8503190140 Comments on proposed rules 10CFR50 & 73 & draft Reg Guide SG 301-4 re  personnel  access  authorization  requirements.  Individuals seeking unescorted access to protected areas must be proven reliable.trustworthy & safety-conscious, GAHM.J.W, Public Service Co. of Colorado. 49FR30726 140. 85/03/05. Office of the Secretary of the Commission. 16pp. 29403:162-29403:177.